Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 

Message Text 

UNCLASSIFIED 

PAGE 01 SAO PA 00306 101526Z 
ACTION ARA-10 

INFO OCT-01 ISO-OO PASS-00 EB-08 /019W 

101613Z 125722/44 

R 091845Z FEB 77 
FM AMCONSUL SAO PAULO 
TO SECSTATE WASHDC 7476 
INFO USDOC WASHDC 
AMEMBASSY BRASILIA 
AMCONSUL RIO DE JANEIRO 

UNCLAS SAO PAULO 0306 

TO: MR. WALLACE DAY 
GIW ENGINEERED SYSTEMS 
GROVETOWN, GEORGIA 
TELEX: 545-457 

E.O. 11652: N/A 
TAGS: BDIS 

SUBJECT: GIW ENGINEERED SYSTEMS VS. FERROPECAS VILLARES, SAO 
PAULO 

REF: YOUR LELEGRAM OF FEBRUARY 3 

WE HAVE CONTRACTED MR. LAERTE FERNANDES DOS SANTOS ASSISTANT 
TO DR. ALBERTO VILLARES GOMES. VICE PRESIDENT OF FERRO- 
PECAS VILLARES. MR. DO SANTOS SAID THAT THEY CANNOT CONSIDER 
EXTENDING THE EXIMBANK CREDIT BECAUSE THIS WOULD INCREASE 
INTEREST RATES. HOWEVER MR. SANTOS CONFIRMED THAIR WILLING- 
NESS TO MAKE REASONABLE COMPENSATION TO GIW FOR ITS LOSSES 
AND THE POSSIBILITY OF ANOTHER COMPANY OF THE VILLARES GROUP 
TAKING OVER THE ORDER. MR. SANTOS SAID THEY STILL WISH TO 
DISCUSS SETTLEMENT OF THIS MATTER WITH THE GIW REPRESENTATIVE 
IN BRAZIL. 

CHAPIN 

UNCLASSIFIED 
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PAGE 02 SAO PA 00306 101526Z 

NOTE BY OC/T: SAO PAULO 306 PASSED ABOVE ADDRESSEE. 
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Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977SAOPA00306 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: n/a 
Format: TEL 
From: SAO PAULO 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770256/aaaabxea.tel 

Line Count: 56 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE 

Message ID: 1d6274c8-c288-dd1 1-92da-001cc4696bcc 

Office: ACTION ARA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: YOUR LELEGRAM OF FEBRUARY 3 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 10-Nov-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
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Secure: OPEN 
Status: NATIVE 

Subject: GIW ENGINEERED SYSTEMS VS. FERROPECAS VILLARES, SAO PAULO 
TAGS: BDIS 

To: SECSTATE WASHDC BRASILIA MULTIPLE 
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